GENERAL INDEX 


The Canadian Hospital 


Volume 30 


January — December 


1953 








Administration 


Medical Practitioner Speaks to Administrators 

Together We Serve 

Why Are Ethics Required of a Profession? 

Look About You! (Edit.) 

Teachers View Medical Internship 

Eyes and Ears in Education 

Stepping-Stones Toward Better Hospital 
Administration 

Colour Television—dramatic teaching medium 

Bringing the Hospital to the Patient’s Home 

Efficiency and Service in Small Hospitals 

Operating a Psychiatric Hospital—Part | 

—Part Il 

Psychiatric Day Treatment Centre 

How About Your Hospital Personality? (Edit.) 

Medical Records—their instrinsic worth 

Efficient Laundry Contributes to Patient 
Welfare 

Small Hospitals Have Big Problems 

In Hospital Planning, Make Sure of Your 
Funds (Edit.) 

C.H.C. to take Active Part in Accreditation 
Service ; 

Principals in Hospital Operation 

Support of Hospitals—an Obligation in Char- 
ity to All 

Problems Confronting Administrators Today 

Relationship between Dietitians and Adminis- 
trators ; ee 

These Interns (Edit.) 

Five Authors Discuss Intern Training Program 

Preparedness is Paramount ; eae 

What is Routine? (Edit.) 

Critical Review—Routine Laboratory Pro- 
cedures 

Out-patient Department 

Of What Import are Perquisities?—Part | 

—Part 11 

Swing of the Pendulum (Rooming-in) 

More Training Grants (Edit.) 

Helping hospital staff toward good health 

Qualities for Good hospital administration 


Accidents, Disasters, and Preparedness 


Fire Destroys Union Hospital, Eston, Sask 

Is Your Hospital Ready? (Edit.) 

Hospital at Bathurst, N.B. Gutted by Fire 

Nursing Home Burns, One Patient Lost 

Emergency Feeding in Civil Defence 

What Shall We Do? (Edit.) 

Sarnia Experiences its First Tornado 

Preparedness is Paramount 

Recommendations for Fire Safety in Nursing 
Homes 


DECEMBER, 1953 


Month 


January 
January 
January 
February 
February 
February 


February 
February 
March 
March 
April 
May 
April 
May 
May 


May 
May 


June 


June 
July 


July 
August 


September 
October 
October 
October 
November 


November 
November 
November 
December 
November 
December 
December 
December 


January 
March 
March 
April 
June 
October 
October 
October 


October 


Articles en Francais 


Vers de Nouveaux Horizons 

L‘'Homme des Chiffres 

I! Faudra faire parvenir la Relevé de 1952 
dés février 

Louanges ou Critiques? 

Un Message du Président 

La Valeur de L’Intercommunication 

Résumé des Rapports : 

Supportez vos Programmes de Comptabilité 
(Edit.) 

De la nécessité de plus gros octrois par-lit pour 
la Construction (Edit.) 

Les Comités continueront sous d’excellents 
Directeurs (Edit.) 

Congrés des Hépitaux du Québec 

Cing Ans de Progrés en Hygiéne Publique 

Rapport—Association des Auxiliaires des 
Hépitaux de Québec 

L’Histoire de I'Hétel Dieu de Lévis 


Associations and Conferences 


Alberta’s Catholic Hospitals Convene 

Canadian Blue Cross Chiefs Meet 

Catholic Hospitals of Manitoba Officers 

Maritime Hospital Accountants Organize 

O.M.A. Conference on Medical Journalism 

Ottawa to be scene of C.H.C. Meeting (Fr. 
Trans.) 

Stephens Memorial Award to be presented 
(Fr. Trans.) 

Quebec Blue Cross Meeting (Fr. Trans.) 

Maritime Blue Cross Directors Meet 

Radiological Technicians’ First International 


International Congress on Mental Health 
Slated 

Canadian Arthritis and Rheumatism Society 

British Medical Association to Meet in Toronto 

Annual Meeting of Health League of Canada 

Presidential Address to C.H.C. 

Executive Secretary’s Report to C.H.C. 

Business Manager Reports to C.H.C. 

Résumé des Rapports 

C.H.C. Adopts New Name 

C.H.A. Committees Continue Under Excellent 
Leaders (Edit.) 

Report of C.H.A. Committee on Accounting 
and Statistics 

After Twenty-five Years 

Record Attendance at Maritime Meeting 

A Foundation’s Participation in C.H.A. Exten- 
sion Courses ; 

Catholic Hospital Council of Canada Convenes 

Western Canada Institute 


Month 


January 
January 


February 
March 
April 
May 
June 


July 
August 


August 
August 
August 


September 
November 


January 
January 
January 
February 
February 


March 


April 
April 
April 


April 
April 


April 
April 
April 
April 
June 
June 
June 
June 
June 


July 


July 
July 
July 


July 
July 
July 





Regional Hospital Councils 
Ontario 

C.S.L.T. Convenes in Edmonton 

National Council of Women’s 
Report to C.H.A. 

Congrés des Hépitaux du Québec 

Saskatchewan Hospital Convention 

X-ray Technicians Hold Mammoth Convention 

C.D.A. Report to C.H.A. Biennial Meeting 
(Fr. Résumé) 

Maritime Hospital Aids Convene 

Sask. Catholic Hospitals Meet 

Rapport—Association des 
Hdpitaux de Québec 

Catholic Hospital Association Elects Officers 

Canadians Honoured at A.C.H.A. Convocation 

American Hospital Association Convention 

Canadian Dietetic Association Convention 

Program for B.C. Hospitals’ Convention 

Preview of O.H.A. Convention 

Manitoba Hospital and Nursing Conference 

O.H.A. Regional Council No. 6 Formed 

A!berta Hospitals hold ‘‘best meeting ever’’ 

Manitoba Auxiliaries hold Two-day Meeting 

Annual Meeting of Maritime Catholic Hos- 
pitals 

B.C. Catholic Hospital Conference 

B.C. Hospitals’ Association Meeting 

O.H.A. Convention 

Canadian Medical Record Librarians Meet 

Saskatchewan Aids Meet in Regina 

B.C. Auxiliaries Convene 

Alberta Auxiliaries Elect Officers 

43rd Convention of Ont. Auxiliaries 

O.H A. Section Meetings 

Canadian Hospital Pharmacists Convene 

Alberta Catholic Hospital Conference 

Manitoba Nurses Meet 

Ont. Catholic Hospitals Convene 


Auxiliaries 


Auxiliaires des 


Business Management and Finance 


The Hospital’s Man of Figures (Fr. Trans.) 
Hospital Credit and Collections—Part | 
—Part 11 
1952 Returns This Month (Edit., Fr. 
Trans.) or 
Payments to Hospitals by Army Benevolent 
Fund é 
Support Your Accounting Programs (Edit.) 
Continuing Committee on Hospital Statistics 
A Symposium: Recent Trends in Financing 
Hospital Care , 
Hospital Statistics, 1951 
Of What Import are Perquisites?-—Part | 
—Part 11 


File 


Revenue Fund Income 


Construction, Architecture, and Decoration 


What are our Hospital Bed Needs? 

Morden District General Hospital, (Man.) 

Laboratory at Royal Jubilee Hospital, Victoria, 
B 


Women’s College Hospital, Toronto, Raises 
Funds 

Prairie Hospitals Go Modern 

Expansion at WHdédpital Ste-Jeanne 
Montreal 

Amateur Builders Construct Hospital at Exeter, 
Ont. 

New Hospital Opened at Fort Smith, N.W.T. 

Remodelling Speeds Laundry Production 

New Jeffrey Hale’s Hospital, Quebec City 

Modernizing Dietetic Facilities (Van. Gen. H.) 

Cookery Laboratory, Toronto Western Hospital 

Bi-nuclear Design for Hospital (Virden, Man.) 

Majestic New Calgary General 

Economy in Hospital Planning 

New Mount Sinai Hospital, Toronto 

Pride of Penticton (B.C.) 


d‘Arc, 


Dietetics 


Canada’s Enriched Bread (Edit.) 
A Revised Teaching Program 


98 


Established in. 


Month 


‘pe oa 
July 


July 

August 
August 
August 


August 
August 
August 


September 
September 
October 
October 
October 
October 
October 
November 
November 
November 
November 


November 
December 
December 
December 
Decemt er 
December 
December 
December 
December 
December 
December 
December 
December 
December 


January 
January 
February 


February 


April 
July 
August 


September 
September 
November 
December 
November 


January 
January 


January 


February 
March 


March 


March 
April 

May 

May 

June 
June 

July 
September 
September 
October 
November 


January 
January 


Page 


New Regulations for Enriched Bread 

How Dietitians Can Help Diabetics 

Food Clinic in Diet Therapy 

The Dietitian and Public Relations 

Combatting Vitamin Deficiency 

Achieving an Optimal Diet 

Modernizing Dietetic Facilities 

Evaluation of Enrichment Program 

New Cookery Laboratory at Toronto Western 
Hospital 

Emergency Feeding in Civil Defence 

Pioneer Fare in Upper Canada 

C.D.A. Report to C.H.A. Biennial Meeting 
(Fr. Résumé) 

Relationship between Dietitians and Admin- 
istrators 

Canadian Dietetic Association Convention 

Guideposts for the Amateur Dietitian 

Diet Counselling Service for Diabetics 


Health Insurance and Social Security 


Alberta Blue Cross Forges Ahead , 

Up the Highway to Health 

Payments to Hospitals by Army Benevolent 
Fund : 

Health or Sickness Insurance? 

Five Years of Health Progress 

Ont. Blue Cross Revised Non-Group Contract 

Cinq Ans de Progrés en Hygiéne Publique 

Quebec Hospital Service Association 

A Symposium: Recent Trends in Financing 
Hospital Care 

Hospital Care Tax Raised in Saskatchewan 

Amendment to B.C. Hospital Insurance Act 


Hospitals (see also construction) 


Oxygen Stored Outside (St. Mary's, Montreal) 

Research Centre at Hodtel-Dieu de Montréal 

Bringing the Hospital to the Patient’s Home 
(Reddy Memorial, Montreal) 

One Hospital’s System for Controlling Linen 
(Toronto General) 

Small Hospitals Have Big Problems 

Guide to Hospital Housekeeping 

Retail Pharmacists Assist Small Hospitals 

Sarnia Experiences First Tornado (St. Joseph's 
Hospital) 

Out-patient Department 

Sanitary Engineering Problems in Rural Hos- 

pitals : 

L‘Histoire de I’Hétel Dieu de Lévis 

A Boon to Visitors and Staff 

we anne at Hotel Dieu de Chatham, 

Patients Entertain friends at Christmas 
(Shriners’ Hospital, Montreal) 


Long-term Patients and the Aged 


What can we do about Long-term Illness 
—Part | 
—Part Il 

Problem of the Chronically III (Edit.) 


Foster Homes for Older People 


Maintenance, Equipment, and Supplies 


Aluminum Blinds for the Dark Room 

One Hospital’s System for Controlling Linen 

Remodelling Speeds Laundry Production 

Starch: finishing touch for high quality laundry 

Efficient Laundry Contributes to Patient 
Welfare 

Water Conditioning for the Hospital Laundry 

La Valeur de I'Intercommunication 

Easier Dishwashing Techniques 

Guide to Hospital Housekeeping 

Motorized Beds at Mount Sinai Hospital 

Sanitary Engineering Problems in Small Hos- 
pitals : 


Medical, Clinical, and Public Health 
Malaria Control Successful in Burma 


Month 


January 
February 
February 
March 
April 
May 
June 
June 


June 
June 
July 


August 


September 
October 

November 
December 


January 
March 


April 
May 
July 
July 
August 
August 


September 
October 


56 
72 
54 
50 


50 
52 


47 
72 
33 
76 
39 
60 


36 
86 


November 102 


January 
January 


March 


May 
May 
September 
September 


October 
November 


November 
November 
December 


December 


December 


March 
April 
April 
September 


February 
May 
May 
May 


May 

May 

May 

June 
September 
October 


November 


January 


51 


90 


The CANADIAN HOSPITAL 






































Death Rate from Tuberculosis Falls 

When Man’s Best Friend is Man’s Worst 
Enemy 

Anti-Polio Subtance Tested in Canada 

Health on the World Front 

Five Years of Health Progress 

Research Advances in Poliomyelitis 

Cing Ans de Progrés en Hygiéne Publique 

New Horizons in Maternal and Child Health 

B.C. Cerebral Palsy Association’s Program 

What is Routine? (Edit.) 

Critical Review—Routine 
cedures 

Research on Arthritis 

The Ambulatory Patient 

Polio Centres Established in Sask. 

Helping hospital staff toward good health 


Laboratory Pro- 


Mental Hygiene and Care 


Psyche and Soma—Complete Person (Edit.) 
Operating a Psychiatric Hospital—Part | 
—Part Il 

Group Activities Aid Treatment for Psychia- 
tric Patients 

The Psychiatric Nursing Team 

Psychiatric Day Treatment Centre 

The Mental Health Clinic 

Mental Health Statistics for 1951 


Medico-legal and Liability 


Negligence in Hospitals 
Liability of Public Hospitals 


Miscellaneous 


Demonstration of Audio-visual Teaching Aids 
Canada Advances in Medical Education 
Modern Treatment at an Ancient Spa 
Psychiatry, Magic, and the Holy Man 
President’s Christmas Message 


Nursing 


Centralized Lecture Program for Student 
Nurses (Sask) 

Protecting Nurses against Tuberculosis 

Ward Secretaries save Nurses’ Time 

U. of T. Course in Psychiatric Nursing 

Designed for the Training of Nurses’ Aides 

The Psychiatric Nursing Team 

What about This Nursing Problem? (Edit.) 

Nursing Education (WHO) 

Teamwork is Democratic Co-operation 

Catholic Schools of Nursing Hold Institute 

Nightingale Foundation 

Maisonneuve Hospital, Montreal, Opens New 
Nursing Course 

International Code of Nursing Ethics Adopted 

Metropotitan School Postpones Opening 

Manitoba Nurses Meet 


Obiter Dicta 


“Canadian Hospital Directory’’ 

A Nutritional Insurance—Enriched Bread 
‘To Be or Not To Be”’ 

Vers de Nouveaux Horizons 

Lighting the Lamps of Learning : 
File 1952 Returns this Month (Fr. Trans.) 
Look About You! SP Ries iene ats 

Is Your Hospital Ready? 

Bouquets or Brickbats? (Fr. Trans.) 

A Message from the President (Fr. Trans.) 
Psyche or Soma—Complete Person 

The Problem of the Chronically Ill 
Hospital Day, Every Day 

Educational Opportunities 

At Westminster Abbey 

How about your Hospital Personality? 

Do Per Diem Costs Tell All? 

What about this Nursing Problem? 

In Hospital Planning make sure of Funds 
12th Biennial Meeting . 


DECEMBER, 1953 


Month 
January 


March 
April 

May 

July 

July 
August 
September 
October 
November 


November 
November 
November 
November 
December 


April 
April 
May 


April 
April 
April 
April 
November 


November 
November 


January 


_ February 


June 
September 
December 


January 
February 
March 
March 
March 
April 
June 
June 
July 
August 
September 


October 

November 
December 
December 


January 
January 
January 
January 
February 
February 
February 
March 
March 
April 
April 
April 
April 
May 
May 
May 
May 
June 
June 
June 


Need for increase in per-bed Construction 
Grant 
Support Your 
Trans.) 
C.H.A. Committees continue under Excellent 
Leaders : 

On Name Changing 

De la nécessité de plus gros octrois par-lit pour 
la construction 

Les comités continueront sous d’excellents 
directeurs 

Figures can Trap You 

The New Look 

Elections—what’s ahead? 

Congratulations! 

What Shall We Do? 

These Interns 

Opportunities for Improving Services 

What is Routine? 

International Leader Passes (Dr. René Sand) 

More training Grants 


Accounting Programs (Fr. 


Personnel Policies and Training 


An Educational Opportunity 

Maritime Accountants Study New Manual 

Cost Analyses Studied at Montreal Institute 

Lighting the Lamps of Learning (Edit.) 

Eyes and Ears in Education 

Extension Course for Medical Record Personnel 

Merits of In-service Training 

Program of Medical Education, Regina General 

A.H.A. Course in Hospital Housekeeping 

A.H.A. Institute on Hospital Engineering 

Psychiatric Nursing Course at U. of T. 

Four-day Institutes Held in Saskatchewan 

Trained Hospital Pharmacists offer High 
Qualifications 

A.C.H.A. to Sponsor Administrative Clinics 

Educational Opportunities (Edit.) 

Institute on Maintenance (Montreal Hospital 
Council) 

A Foundation’s Participation in C.H.A. Exten- 
sion Courses 

Winnipeg General Opens School for Record 
Librarians 

U. of T. Class in Hospital Administration 

A.H.A. Course in Laundry Management 

Catholic Schools of Nursing Hold Institute 

First Graduates of C.H.A. Extension Course 
(H.O.M.) 

First Year Summer Class in C.H.A. Extension 
Course 

Five Authors Discuss Intern Training Programs 

Annual Report of Canadian Intern Placement 
Service 

Hospital Pharmacist and the Intern 

Canadians Attend Chicago Institute 

Training Laundry Personnel 

Progress in extension course for record 
librarians 

More Training Grants (Edit.) 


Public Relations 


Prepare Now for May 12th 

The Dietitian and Public Relations 

Hospital Day, Every Day (Edit.) 

One Hospital Celebrates May 12th 

O.H.A. National Hospital Day Program . 
O.H.A. Sponsors Hospital Education in Schools 


Surveys and Statistics 


What Are Our Hospital Bed Needs? 

Protecting Nurses Against Tuberculosis 

A Symposium: Recent Trends in Financing 
Hospital Care 

Hospital Statistics, 1951 

Annual Report of C.1.P.S. 

Mental Health Statistics for 195] 


Special Features 


Month 


July 
July 


July 
August 


August 


August 
September 
September 
September 
September 
October 
October 
November 
November 
November 
Decemter 


January 
January 
January 
February 
February 
February 
February 
February 
February 
March 
March 
April 


April 
April 
May 


May 
July 


July 

August 
August 
August 


September 


September 
October 


October 
October 
November 
November 


December 
December 


March 
March 
April 
April 
April 
July 


January 
February 


September 
September 
October 

November 


Across the Desk: January 94; February 122; March 98; April 
106; May 106; June 122; July 90; August 86; September 
122; October 146; November 118; December 92. 


99 





Book Reviews: February 72; March 66; May 70; July 64; Septem- 


ber 68; October 96. 
Correspondence: June 78 


Food and its Service: January 57; February 58; March 58; April 
54; May 50; June 52; July 54; August 48; September 56; 


October 72; November 54; December 50. 


Health Care Plans: January 64; April 62; July 76; August 60. 
Here and There: March 76; June 76; July 66; September 66; 


Notes About People: January 59; February 66; March 60; April 
12; May 58; June 70; July 58; August 12; September 64; 


INDEX of 


Agnew, Harvey, M.D.: What are our Hospital 
Bed Needs? 
After Twenty-five Years 

Amerongen, G.: Alberta Catholic Hospital 
Conference 

Armstrong, R. Fraser: A Boon to Visitors and 
Staff 


Babcock, Bruce: Colour Television — a 
dramatic teaching medium 

Birch-Lindgren, Gustaf: Economy in Hospital! 
Planning 

Blishen, Bernard R.: Continuing Committee on 
Hospital Statistics 
Hospital Statistics, 1951 
Mental Health Statistics for 1951 

Bradley, L. O., M.D.: What can we do about 
Long-term Illness—Part | 

—Part Il 

Problem of the Chronically Ill (Edit.) 

Brillinger, H. Roy, M.D.: The Mental Health 
Clinic 

Browne, H. H.: Bringing the Hospital to the 
Patient’s Home 

Buchan, Mrs. J. E.: Auxiliary at Port Hope 
Lauded for Year's Activities 
Auxiliary Members Attend Hospital 
Regional Meeting ‘ 
Ontario Auxiliaries Meet 

Buck, F. D., Phm.B.: Hospital Pharmacist and 
the Intern 


Cartwright, L. J.: First International Conven- 
tion of Radiological Technicians 
X-ray Technicians Hold Mammoth Con- 
vention 

Cassleman, Mrs. Eric: Successful year for 
Auxiliary to Winchester and District 
Memorial Hospital (Ont.) 

Chadderton, Major H. C.: Payments to Hos- 
pitals by Army Benevolent Fund 

Chaput, Paul-E.: La Valeur de I‘Intercom- 
munication 

Cochrane, W. A., M.D.: New Horizons— 
Maternal and Child Health 

Cox, Donald M., F.A.H.A.: Qualities of good 
hospital administration 


Detwiller, L. F.: A Symposium—lIn British 
Columbia—B.C.H.1.S. 

Dick, Walter W. B.: C.H.A. Committee on 
Accounting and Statistics 


Edwards, Charles A.: Business Manager Re- 
ports to C.H.A. Meeting 


Ferguson, R. G., M.D.: Protecting Nurses 
Against Tuberculosis 

Fish, F. H., M.D.: Canada Advances in Medi- 
cal Education 


100 


Month 


January 
July 


December 


December 


February 
September 
August 
September 
November 
March 
April 

April 

April 
March 
February 


November 
December 


October 


April 
August 


November 
April 
May 
September 


December 


September 


July 


February 


February 


33 
44 


78 
35 


66 
54 


144 


October 12; November 12; December 12. 
Notes on Federal Grants: January 12; February 12; March 12; 


April 56; May 12; June 12; July 60; August 52; September 
12; October 104; November 94. 


Provincial Notes: January 62; February 68; March 70; April 58; 
May 56; June 66; July 12; August 58; September 60; 
October 110; November 60; December 60. 

With the Auxiliaries: January 66; February 80; March 72; 
April 64; May 62; June 68; July 62; August 56; September 
62; November 64; December 52. 


AUTHORS 


Month 


Fraser, Jessie: Canadian Hospital Council 

Adopts New Name May 
Fraser, Michael A. M.: New Laboratory at 

Royal Jubilee Hospital, Victoria . January 


Gee, A. M., M.D.: The Psychiatric Nursing 

Team April 
George, Judge J. Milton, Qc: New Morden 

District General Hospital January 


Hall, G. E., M.D., Ph.D., F.R.C.S.: Teachers 

View Medical Internship February 
Hobbs, G. E., B.A., M.D., M.P.H.: Teachers 

View Medical Internship February 


Ives, Jennie E.: Teamwork is Democratic Co- 
operation July 


Jackson, F. W., M.D., D.P.H.: Out-patient 
Department November 


Kemp, lleen, M.Sc., R.T.: C.$.L.T. Convenes 

in Edmonton _. ; July 
Kennedy, W. P., M.D.: Intern Training Pro- 

grams—Internship in Retrospect . October 
Kirby, L. F. C.: Preparedness is Paramount October 
Korman, Marianna: ‘Meeting the Challenge” 

—0O.H.A. convention December 
Krawchuk, Stanley D.: Majestic New Calgary 

General September 


Lamont, Flora M.: Patients Entertain Friends 

at Christmas ..... 2) December 
Lang, Margaret G.: Guideposts for 

Amateur Dietitian . November 
Lefebre, Sister Denise: Catholic Schools of 

Nursing Hold Institute .. August 
Leroux, Oliver, M.D.: Health on the World 

Front ....... pier Ne eat so ManaaaND 
Levert, Roland: Congrés des Hdpitaux du 

Québec Ee rn eae ibe kk August 
Lockerbie, Isabel, B.H.Sc.: Diet Counselling 

Service for Diabetics December 
Louise Marie, Sister: Revenue Fund Income November 


MacDonald, M.R., M.D., C.M.: Helping 

Hospital staff to good health . December 
Macintyre, Donald M.: An _ Educational 

Opportunity January 

Stepping-stones toward better Hospital 

Administration February 
Macintosh, O. C., M.D.: Routine Laboratory 

Procedures November 
Mackintosh, W. A.: Why are Ethics Required 

of a Profession? .. January 
MacLeod, J. Wendell, M.D.: Intern Training 

Programs—medical education in non- 

university hospitals October 
Marie Paul, Sister: Guide to Hospital House- 

keeping September 


The CANADIAN HOSPITAL 





Markus, Nathan: Group Activities Aid Treat- 
ment of Psychiatric Patients 

Martin, Hon. Paul: Five Years of Health 
Progress 
Cinq Ans de Progrés en Hygiéne Publique 

Mary Michael, Sister: B.C. Catholic Hospital 
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